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This view shows the North Hill Viaduct 
which is 2810 feet long, and 72 feet wide, 
crossing the river at a height of 135 feet. It 
will expand and contract five feet eighl 
inches. 
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802—Main Street Viaduct, Akron, Ohio 
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